ASSASSINATION REPORT — Rep. 
Henry Gonzalez, chairman of the revived 
House assassinations committee, said he 
didn t think a new Justice Department re- 
port on the assassination of Dr. Martin Lu- 
ther King Jr. is “genuine," The Texas Dem- 
ocrat told reporters it was a reiteration of 
previous FBI claims that ex-convict James 
Earl Ray acted alone in killing King in 
Memphis, Tenn., in 1968. 



